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DEXTRA 
Dextra is a prosthesis accessory that consists 
of a central hub fastened onto the end of a 


prosthesis and an array of tools that snap into 
the hub to perform various tasks 


PRODUCT FEATURES 
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nani Asymmetric Flexible 
Dough scraper food anchor food anchor 
| Array of tools for kitchen use: 
dough scraper, food anchors 
for use while cutting, spring 
clip for holding handles 


560-cegree hub rotation 
Quick & simple tool exchange 
Lightweight for permanent wear 
Maintains terminal hook’s functionality 


BUSINESS PLAN 


Labor Retail Price 


$750 


Production Cost 


$206 


5 Tools 
$120 


140,000 + below-elbow $35 million License patent-pending 
prosthesis users in US US market product to companies 
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